
WISS 

LIGHT METAL 
SNIP 


LONG 

LEVERAGE 


POWERFUL 
CURVED 
OR STRAIGHT 
BLADES WITH 
11/4" CUT 


No. J.7 


ACCURATELY 

TEMPERED 


This handy Snip is the best known and most universal¬ 
ly popular type used for light metal work, by electrici- 
cians, tinsmiths, plumbers, jewelers, dental workers and 
wherever light metal templates or patterns are required 
to be cut. 


It is light — strong “ easily handled — made of fine 
tool steel, accurately tempered, and is ideal for all-pur¬ 
pose light work. It Is a surprisingly powerful cutter. 


Curved Blade 

No. Length Cut Weight Per Doz. Price 

J-7 7 in. 1 Va in. 3 lbs. 

J-7 With Straight Blade 

Made exclusively in America by 

J. WISS & SONS 

NEWARK, N. J., U.S. A. 


I 

There's a WISS SNIP 

For Every Purpose 

See our Complete 
Line of 

WISS 

SNIPS 

• SCROLL-PI VOTER 

• HIGH POWER 

• BULL DOG 

• NU-GRIP 

Best By Actual Test 


J.S. 36-10 


I'rinlcii ill IJ. S. A. 





